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UNCLASSIFIED 

PAGE 01 USBERL 01158 180557Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

010666 181927Z/45 

R 171405Z MAY 78 
FM USMISSION USBERLIN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6847 
AMEMBASSY BONN UNN 
AMEMBASSY BRUSSELS 
AMCONSUL HAMBURG 

UNCLAS USBERLIN 1158 

EO 1 1652: NA 

TAGS: BEXP BTIO GW WB 

SUB J : PRIVATE TRADE OPPORTUNITY 

1 . 428/02/PO 226 

2. 051678 

3. M. MERDIAN 

4. 428 GERMANY 

5. D 

6A. REPLY TO - 

6B. HERR BISCHOFF 

6C. ROTA ELEKTRIK VERTRIEB GMBH 

BRUNSBUETTELER DAMM 132 

D-1000 BERLIN 20, GERMANY 

D-1000 BERLIN 20, GERMANY 

7. TEL: (030) 332-30-45 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 USBERL 01 158 180557Z 


Message Text 


9. 100 

10. 3612221-0010 - SMALL POWER TRANSFORMERS, VARIOUS 
VOLTAGES, DRY OR LIQUID-IMMERSED 

367700-0010 - ELECTRONIC COILS AND TRANSFORMERS, VARIOUS 
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TYPES 

3662347-0010 - ELECTRONIC ALARM SYSTEMS FOR PRIVATE AND 
INDUSTRIAL USE 

3662343-0010 - ELECTRONIC AND ELECTRO-CHEMICAL CONTROLLERS, 

DETECTORS AND SENSORS, VARIOUS TYPES 

MAIOR WEST BERLIN DISTRIBUTOR OF ELECTRONIC AND ELECTRIC 
EQUIPMENT SEEKS IMPORT OF ABOVE ITEMS IN SUBSTANTIAL QUAN- 
TITIES FOR DISTRIBUTION IN WEST BERLIN AND WEST GERMANY. 

ELECTRICAL SPECIFICATIONS FOR MAIN CONNECTIONS 

(POWER SUPPLY) MUST MEET EUROPEAN STANDARDS OF 220 VOLTS AND 50 

HERTZ. QUOTE CIF GERMAN PORT, IF POSSIBLE. 

NOTE: THIS T.O. WAS OBTAINED AT THE HANNOVER FAIR, APRIL. 

1978.GEORGE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978USBERL01 158 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D78021 0-0085 
Format: TEL 
From: USBERLIN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780547/aaaabnxk.tel 

Line Count: 76 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 72de309b-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2658054 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY 
TAGS: BEXP, BTIO, GE, WB 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/72de309b-c288-dd1 1-92da-001cc4696bcc 
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